BRANCH MAINTENANCE & REPAIR REQUIREMENTS 

For use of this form, see TM 5-623; the proponent agency is USACE. 


Installation Name 

Date 

Branch Name 

Total No. of Sections 






Work Class : M=Maintenance R=Repair C=New Construction Location : R=Roadway PL=Parking Lot A=Airfield 0=0ther 



DA FORM 5155-R, NOV 1982 
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